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To: 'Getto, Leila'[leila_getto@ios.doi.gov] 

From: Forrester, Susan 

Sent: 2017-09-11111:28:38-04:00 

Importance: Normal 

Subject: Thank you for the call! 

Received: 2017-09-11T11:28:51 -04:00 


Sue Forrester 

Managing Director 
Global Energy Institute 

U.S. Chamber of Commerce | 1615 H Street, NW | Washington, DC 20062 
Phone: (202) 463-5492 


r=GLOBAL 
^NERGY 
1 = INSTITUTE 

U.S CHAMBER OF COMMERCE 



